Brief comment text:

I rely on Meshtastic as a form of backup communication because my area is notoriously bad for cell reception and frequently has disruptions or straight up outages.  Home phone is even less reliable.  Please do not do anything that will negatively affect Meshtastic or anything on the 915MHz band.
